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I with note: 


14 Jan 1958 - a nreatet hru* “please take action In preparing materials 

" en * , ■ J i .a 4-v, w , tmr nf-pir**. Please brief Jay on this. 


25X1 A 


7 Apr 1958 Thermo sent to 

MMMtAHXM * * </tr ' 


>e a Dreaisxnru. x-xcaoc *««.<= „ ” . ... _ m 

Please forward thru my office. Please brief Jay on , th , i3 ' 

tU DMMb«r 1957 /s/ 


to 


FROM 




* Rktastieeri 



25X1 A9A 

25X1 A9A 
25X1 A9A 
25X1 A9A 


SUBJICTi ■equi remeot a •* Cartography 


1 . I bar* tal ked at l ength an this oabjoct with thaRaporto^Officar 

naal |__ 


25 X 1 and other personnel | I « n*—— * — -- 

manta and indicate that thara nay ba now opportunities for taking action. 

(•— * •“«*> *• d ~ bti, “ im " to jou > *■ “ 

followas \ 

25 X 1 A I 1 has ao racer* af reeeiring the Information Guide, on 

. amd aartograahy prevlouely submitted by QRR to DQ/P. To data, 

therefore, any guidance an the subject has been limited to that con- 
tained in general referenda compendia. 


||M> Of) this SUDJOCt *11.11 VU* -***■ — 

Thar are greatly intereetad in the require- 

' ... » .otlAr 


25X1 BOC 


a. Under the Related Missions Directive, the field can undertake 
m. wide raaae Of nrejecta wittf $rior epecific authorisiation from 
IJJiUET £ EiSoi, It eL r.,J.t pr*p.r.tloo ,f „ Infor»tl«, 
Directive if an review of a requirement it ie found that there le a 
field capability. 
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3. I etrongly roQOBwnd that w prepare the guidance requested I — I 
It would wur that at tba least we will get a definitive evalultion 


— _ — i L - — - — — i»w « • wwA4U4wivv vvaauav 

ot th * Potential for field collaction. It night lead to solution of our 
most vaxi ag repairs— t. I 


_Tn"is 


eug^etaa taat Utrp Oe sene fellow-up to detemine why the Infomation 
Ouidae nkalttad to the H)/P have not bsn accepted and are not In the field. 
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Orig, il« Addreesee 
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